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Departmental Examination of Engineering Officers, May-2015 
SIMPLE RULES (Without Books) 

(Electrical) 

Full Marks-100 
Time- 3 hours 

The figures in the margin indicate full marks. 

PART-I 

- Options are given against each of the following questions. Select best / 

Correct option from the options and write in the answer sheet. 10 X 2 = 20 

i) Allowance granted to meet the personal expenditure by the special 

c. cumstances to an employee in which iuty is performed, may be 
considered as 

a) Travelling allowance. 

b) Sumptuary allowance. 

c) Compensatory allowance. 

d) Free passage allowance. 

ii) Normal rate of License fee for Sub- Standard / Unclassified 
accommodation shall be recovered from an employee at 

a) 100% of normal rate 

b) 75% of normal rate 

c) 50% of normal rate 

d) None of above 


iii) A Govt. Servant Enjoying License fee - free concession accommodation 
not specififically attached, under Suspension condition which one will be applicable. 

a) To continue 

b) To vacate Quarter 

c) Concession will cease 

d) None of above 
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Whether a Govt. Servant under 
mmor Punishment is imposed. 


suspension shall be treated on duty if 


a ) Remain under suspension 

b) On duty from the reinstatement 

c) None of above 

A Govt, employee is under suspension. Which recovery from subsistance 
allowance should not be made. 


a) House rent allowance 

b) GPF Contribution 

c) Advance taken from GPF 

d) None of above. 

vi) A Govt, servant who does not join his post within his joining time ontransfer. 
Will it be treated as willful absence ? Select correct option. 

a) No payment. 

b) Leave. 

c) Misbehavior. 


vii) Govt. Servants involvedjn legal proceedings shall be placed under suspension 
after 

a) Complain letter. 

b) FIR Lodged. 

c) Explanation call. 

d) Verification of complain letter 

viii) Licence fee from an employee to be recovered not exceeding 
of his monthly emoluments. Select correct option 


a) 5% 
b} 10% 

c) 15% 

d) 20% 
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If an employee occupy higher accommodation than his 
0 barged from normal rate 


entitlement, the 


license fee 


a) 2 times 

b) 3 times 
t) 4times 

An employee occupying a Govt. Quarter may retain the same after retirement 
For what .period at the normal license fee for 


a) 1 month 

b) 2 month 

c) 3 month 

d) 4 month 

Answer any 4 (four) Questions. 4 X 5 = 20 

i) State the regulation of supplementary claim of travelling allowance when 
Promoted / reverted / pay revised retrospectively. 


il) What should be the guide line while granting travelling allowance or 

Conveyance allowance to unskilled staff or casual labourers.employed in 
Engineering Division? 


iit) What are the conditions for grant of permanent travelling allowance and 
When inadmissible? 


iv) State the regulation of T.A. / D.A. when any employee is on Govt. tour. 

v) What will be the entitlement of T.A, / D, A. of an employee who is transferred 
temporarily other station? 
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4 ‘ displayed'^or'safety of workers^ ?££* ^ “ * 

ervants or any employee of Govt. Undertaking should followthe 
service conduct rules. What are these write in brief. 

hat proper decorum to be observed by Govt, employee during lunch - 
Break hour. 


5 

S 

5 

5 


Answer any 5 ( five ) questions. 


5 X 2 = 10 


a) What do you mean by "Electricity System" ? 

b) What is S.T.U. ? State main three functions of it. 

c) At least for how many days ahead. Licensee shall issue notice to 
Telegraph / Railway etc. authority before starting of execution of 
new work ? 

d) What penalty may be imposed for intentionally injuring electrical 
Works. 

e) What is R.P.C. ? State at least three functions of it. 

f) What will be the punishment if a person receive the stolen 
Electrical Govt, property? 


8, All questions carry 2 (two) marks each. 


5 X 2 = 10 


a) What should be the minimum insulation resistance of a ll/0.4Kv 
Sub-Station ? How many minimum earthling connections are 
Required ?And its value. 

b) Mention the minimum clearance to be maintained for L.T. and 
11 KV Line across the road. 

c) Mention the time line by the Licensee for releasing 
new electrical service connection for LT/ HT. 

d) Mention the procedure to be taken by the Licensee if a consumer 
refuse / avoid to receive the notice issued to him. 

e) If a consumer wants to pay advance payments of his premises as he 
Wants to go outside for a long time what will be the procedure ? 


I 
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er ar| y 2 (two) questions. 

S) *^ en tion the procedure for book' 5X2=10 

electricity. case (or urauthorired use of 

b) In 


case of theft by a consumer how the 
energy. 

C) ^Htion the conditions 


Licensee will assess the 
for rant of electric i 


'n case of sub-divided property. 


connection by the Lfensee 


(°) Answer All i 


5 X 2=10 


) Hrgher Perchese Co mmittee is constituted ^ ^ ^ ^ 

bl r„:;r; p ° wer *°*■»* «■* * a „ d ^ 

c) What is ,h power of Superlntentding Engineer and P . 

cceptance of highest bid at or exceeding the resp * eCUt ' Ve Engineer >n case of 
buildings (Without land} ? rVe price for disposal of Govt. 

d) To whom entrusted the power to write off two , 

" rt - recovered with ^ * *** 


ej Power for acceptance of single tender by SE, Ex. 


Engineer and Assistant Engg. 
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